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MINISTRY OF LABOUR 
NOTIFICATION 
New Delhi, the 9th November, 1998 

S. O. 959 (E). — In exercise of the powers conferred by sub-section (1) of the section 10 of the Contraa Labour 
(Regulation and Abolition) Act, 1970 (37 of 1970), the Central Government, after consultation with the Central Advisory 
Contract Labour Board, hereby prohibits the employment of contract labour in the works, specified in the Schedule annexed 
hereto in the various departments of Mathura Refinery and Marketing Division of the Indian Oil Corporation Ltd. at Mathura. 

SCHEDULE 

MATHURA REFINERY 

(1) Electrical jobs at different locations in the Refinery. 

(2) Operations and maintenance of centralised air-conditioning plants and package units, 

(3) Power supply for shutdown. 

(4) Motor windings. 

(5) Operation of centrifugal pumps and DG sets in Refineries. 

(6) Chemical handling and solution preparation. 

(7) Handling of jobs in different departments of the Refinery, as attendants, helpers, operators in maintenance, 
instrumentation, mechaiucal maintenanbe, fabrication and plant operation, including peons and clerks etc. 

(8) Repair and maintenance of thermal insulation works. 

(9) Operation and maintenance of electric jobs in the refinery. 

(10) Providing office services. / 

(11) Routine storekeeping and store handling otljpr than occasional bulk handling of stores. 

(12) Canteen services. 

MARKETING DIVISION OF INDIAN OIL CORPORATION LTD. AT MATHURA 

(13) Housekeeping work especially relating to sweepers, 

(14) Liquified Petroleum Gas haulage work (loading and unloading of Liquified Petroleum Gas cylinders). 

(15) Liquified Petroleum Gas (Shifting, sealing, tagging of caps, 'O’ ring fitting etc.), 

[F. No. U-23013/10/90-LW] 
S. K. DAS, Director General (Labour Welfare)/!!, Secy, 
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